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SHAFT MOUNTING PLATE 




CYLINDER HEAD 


TIE RODi FLANGE 







VALVE COVER 







TDP VIEW 
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BOTTOM VIEW 



CRANKSHAFT 
TOP VIEW 



FRONT VIEW 


CRANKARM (SIDE VIEW) 
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REMOVE THIS SEGMENT OF SHAFT AFTER SHAFT ASSEMBLY IS COMPLETE 


NOTES 

O-RING SIZESi 

VALVE COVERS! #114 
CYLINDER HEAPS> #228 
PISTON RINGSi #326 
ROD ENDSi 
CRANK DISK: 

FAFNIR REP5F5 
PISTPNSi 

REP5FL5 
NOT PICTURED! 

CRANKSHAFT BEARINGS 
CRANK DISK BEARING 
MOUNTING 

CHECK VALVE BALL DIAMETER 

TOLERANCES 

BALANCED FLYWHEEL 

INTAKE FILTERS, OUTFLOW PLUMBING FITTINGS/PORT SPECS 
ONE- RcD-ENb 5HO quo g£ FlxEfr TO C&AN& 
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FRONT VIEW 
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END VIEW 





TOP VIEW 


BOTTOM VIEW 



MOUNTING RING SHOWING CRANKSHAFT AND CRANK DISK IN PLACE 


CRANKARM FABRICATION (FRONT EDGE VIEW) 


HDLE FDR CRANKPIN 




HOLE FDR CRANKSHAFT 
4 HDLES FDR FASTENING PINS 

CUT IN HALF AfTER ALL HDLES MADE 


FRONT VIEW 


MATERIALS! 

CYLINDERS' FILAMENT-WOUND TEFLON-IMPREGNATED EPOXY (BLACK AMALGON BA200) 
DYNAMIC O-RINGS' VITOIM 
STATIC: O-RINGSi BUNA-N 
MOUNTING RING' ALUMINUM 

TIE ROD FLANGES, CONNECTING RODS, CRANKSHAFT, CRANK DISK, SHAFT MOUNTING PLATESi 
VALVE COVERS, CYLINDER HEADS, PISTONS, CHECK VALVE BALLS' STAINLESS STEEL 
TIE RODS, BOLTS' GRADE 8 BOLTS 


STEEL 
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